SANCTUARY,  ST.  PATRICK'S  CATHEDRAL,  New  York, 
N.  Y.  Main  Altar,  consecrated  May  1,  1942,  is  of 
a  Tavernelle  Italian  Marble.  Baldachin  is  of  bronze. 
Pulpit,  of  Sienna  Marble,  has  statues  of  St.  John, 
St.  Peter,  St.  Patrick,  St.  Paul  and  St.  Andrew,  the 
Apostle   in    the  niches. 
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